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CATALOGUE C 




FACTORY NO. 1 


ROT LING MILL 


INTRODUCTORY 

rN presenting this book, which is devoted exclusively to ORNAMENTAL STEEL CEI LINGS and SIDEWALLS, we wish in particular to call 
attention to a new feature in our construction, which the leading ceiling erectors of the country pronounce the best feature adopted in this line. 

The one objectionable feature about some Steel Ceilings has been the mechanical construction, as the effect of a large number of artistic 
designs has been spoiled by open joints, which cannot be avoided with the construction of some of the ceilings on the market at the 
present time. We have always aimed to make construction first and design the second consideration in the manufacture of our Ceilings. 
Therefore, we have always had the reputation of having the best constructed Ceiling that is on the market. To keep to the front we have 
gone one step farther than any of our competitors by repressing the Beads on Steel Upper and Steel Lower Dies, making them 
accurate to the one-thousandth of an inch and at the same operation, punching the nail holes in the plate at the nailing 
points, doing away with any nailing through the metal, a feature which we will guarantee to be a saving to the dealer of at 
least 20 per cent in the cost of the erection of our ceilings, making it possible to have a perfect fitting ceiling in every respect at 
this reduced cost. 

With the increasing demand for our improved Ceilings, we have just doubled our facilities in this department, therefore, are pre¬ 
pared to make prompt shipments and give the very best of service at all times. We solicit a share of your patronage and will do all in 
our power to show our appreciation. 

i 

— 


THE CANTON ART METAL COMPANY 
CANTON, OHIO, U. S. A. 






















CEILINGS AND SIDEWALLS 


y'^lEILINGS AND SIDEWALLS of metal have many advantages over wood and plaster, as a covering and decoration; having long 

since passed the experimental stage, they are now considered of greatest value as a protection from fire and water. They do not 
crack, peel or fall, their durability is conceded and for decorating effects they admit of a high degree of ornamentation. 

We call attention to the architectural features of the classified designs illustrated in this book. Each series has a full complement 
of parts, to make a complete design, which are interchangeable one with the other. The embossing of the plates is deep and the figure 
is clean and bold, special attention having been given to this part of the manufacture. 

The system of making the dies on which these plates are stamped, produces a perfect bead, allowing no open joints. This gives 
a perfect alignment, true and regular, and makes the plates to fit on any of the four sides. There are no rough edges, as all sides are 
trimmed close to bead. 

In ordering metal ceilings and sidewalls, always furnish a PLAN showing all projections, offsets and openings, such as skylights, 
windows, doors, fireplaces, etc., with dimensions and location of each plainly marked on drawings. Always state which way the joists run in 
the room, and give distance from ceiling to the top of window casing. By furnishing the necessary information required with the order, it will 
enable us to ship promptly without further inquiry, avoiding unnecessary delay. 















■ 
































































4 

















* 


5 




View of Van Ness Avenue Theater. 

San Francisco, Cal. 

Design No. 3096. See Page ?8. 
Center Pieces No. 2826. See Page 42. 





















LOUIS XIV 



Side Wall Design No. 3515 . 

Composed of Cornice No. 67G1A. Side Wall Plate No. 6744 
Chair Mould No. 6755. Wainscot Plate No. 6753. 


Price quoted upon application, giving size of surface to be 



Side Wall Design No. 3516 . 

Composed of Cornice No. 6760. Frieze No. 6780. Foot Mould No 6755 
Side Wall Plate No. 6744. 
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Side Wall Design No. 3098. 

Composed of Cornice No. 6C90. Frieze No. 6680. Columns No. 6678. Side Wall Spacing 
Plate No. 6671, and Side Wall Bottom No. 6683. Base No. 6681. 


Side Wall Design No. 3099. 

Composed of Cornice No. 6690. Side Wall Top No. 6685. Side Wall Spacing Plate 
No. 6671. Side Wall Bottoms No. 6684 a-d 6671. Wainscot No. 6682. 

Space Plate No. 6686. Moulding No. 6676. 


Price quoted upon application, giving size of surface to be covered. 
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SIDE WALLS 



Side Wall Design No. 3517. 

Composed of Cornice No. 6760A. Side Wall Plate No. 6740. Chair Moulc 
No. 6755. Wainscot Plate No. 6753. 

Price quoted upon application, giving size of surface 



kjxLAc \\ an o. OOOO. 

Composed of Cornice No. 2546A. Frieze No. 2838. Side Wall Plate No 
2600. Chair Mould No. 2676. Wainscot Plate No. 2606. 

to be covered. 































































































































































































SIDE WALLS 



Side Wall Design No. 2817. 

Composed of Cornice No. 2812. Frieze No. 2808. Side Wall Plate No. 2809. 
Chair Mould No. 2811. Wainscot Plate No. 2810. 
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Side Wall Design No. 2858. 

Composed of Cornice No. 2864A. Foot Mould No. 2374. Side Wall Plate 
No. 2850. Chair Mould No. 2216. Wainscot Plate No. 2851. 


Price quoted upon application, giving size of surface to be covered. 

















































































SIDE WALLS 



Side Wall Design No. 3085. 

Composed of Cornice No. 2636A. Side Wall Plate No. 2639. Chair Mould No. 2641. 

Wainscot Plate No. 2640 . 


Side Wall Design No. 2679. 

Composed of Cornice No. 2662A. Side Wall Plate No. 2669. Chair Mould 
No. 2676. Wainscot Plate No. 2670. 


Price quoted upon application, giving size of surface to be covered. 



























































































LOUIS XIV. 





i mPM 







mm 


ireigS 








mposed of Cornice No. 6761A. Filler No. 6748. Spacing Border No. 6730. 
Field Plate No. 6724. 


Ceiling Design No. 3518. 


Price quoted upon application, giving size of surJ 
to be covered. 
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LOUIS XIV. 
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Composed of Cornice No. 6761A. Filler No. 6748. Spacing Border No. 6730. 


Ceiling Design No. 3519, 


Pi ice Quoted upon application, giving size of surface 
to be covered. 


Field Plate No. 6724. 
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LOUIS XIV 



Composed of Cornice No. 6761. Filler No. 6748. Combination 
Border and Mould No. 6775. Field Plate No. 6720. 


Ceiling Design No. 3520 


Price quoted upon application, giving size of surface 
to be covered. 
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LOUIS XIV 
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Composed of Cornice No. 6761A. Filler Ncf. 6748. Combination 
Border and Mould No. 6775. Field Plate No. 6722. 


Ceiling Design No. 3521. 


Price quoted upon application, giving size of surface 
to be covered. 
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LOUIS XIV. 



Composed of Cornice No. 6761A. 

Border and Mould No. 6775. 


Filler No. 6748. Combination 
Field Plate No. 6721. 


Ceiling Design No. 3522, 


Price quoted upon application, giving size of surface 
to be covered. 
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LOUIS XIV. 











Composed of Cornice No. 6761A. 

Mould No. 2981. 


Filler No. 6748. Combination Border and 
. Field I*late No. 2980. 


Ceiling Design No. 3526 


Price quoted upon application, giving size of surfac 
to be covered. 













































































LOUIS XIV 
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Price quoted upon application, giving size of surface 
to be covered. 


Composed of Cornice No. 6760. Filler No. 6748. Combination Border 
and Mould No. 6775. Field Plate No. 6725. 


Ceiling Design No. 3527 

















































LOUIS XIV. 
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Ceiling Design No. 3528, 


Price quoted upon application, giving size of surfac< 
to be covered. 


Composed of Cornice No. 6760. Filler No.‘6748. Moulding No. 6750. 
Field Plate No. 6723. 
































































LOUIS XIV 
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Composed of Cornice No. 6761B. Filler No. 6748. Moulding No. 6750. 
Field Plate No. 6728. 


Ceiling Design No. 3529. 


Price quoted upon application, giving size of surface 
to be covered. 
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GREEK. 



Composed of Field Plate No. 6661. 

No 6677. Filler No. 2971 


Border No. 6670. Moulding 
Cornice No. 6690. 


Ceiling Design No. 3096, 


Price quoted upon application, g 
to be covered, 


































































































GREEK 
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Composed of Field Plate No. 6663. 

Filler No. 2971. 


Border No. 6670. Moulding No. 6677. 
Cornice No. 6690A. 


Ceiling Design No. 3095. 


Price quoted upon application, giving size of surface 
to be covered. 
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GREEK. 
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Composed of Field Plate No. 6660. Filler No. 260°». 
Moulding No. 6675. Cornice No. 6690. 


Ceiling Design No. 3530. 


Price quoted upon application, giving size of surf 
to be covered. 
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Composed of Cornice No. 6690A. Filler No. 6671. Moulding No. 6675 
Field Plates No. 6663 and 6665. 


Ceiling Design No. 3550. 


Price quoted upon application, giving size of surface 
to be covered. 
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Composed of Cornice No. 6690A. Filler No. 6671. Moulding 
No. 6675. Field Plate No.6665. 


Ceiling Design No. 3552 


Price quoted upon application, giving size of surface 
to be covered. 
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Composed of Cornice No. 6690A. Filler No. 2603. Combination 
Border and Mould No. 6672. Field Plate No. 6664. 


Ceiling Design No. 3553. 


Price quoted upon application, giving size of surface 
to be covered. 
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GREEK 
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Composed of Field Plate No. 6666. Combination Border and Mould 
No. 6672. Filler No. 2603. Cornice No. 6690A. 


Ceiling Design No. 3554. 


Price quoted upon application, giving size of surface 
to be covered. 


































































































































COLONIAL. 
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Composed of Field Plates Nos. 4006 and 4007. Moulding No. 2555. 
Filler No. 2971. Cornice No. 2546. 


Ceiling Design No. 2651 


Price quoted upon application, giving size of surface 
to be covered. 
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COLONIAL 
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Composed of Panel Plate No. 4026. Filler No. 2603, 
Cornice No. 2546A. 


Ceiling Design No. 3557. 


Price quoted upon application, giving size of surface 
to be covered. 
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Composed of Field Plate No. 4006. Filler No. 2603. 
Cornice No. 2546A. 


Ceiling Design No. 3056. 


Price quoted upon application, giving size of surface 
to be covered. 
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Composed of Field Plates Nos. 4046, 4045 and 4044. Moulding No 2555 
Filler No. 2603. Cornice No. 2546. 


Ceiling Design No. 3051 


Price quoted upon application, giving size of surface 
to be covered. 
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Composed of Field Plates No. 2836 and 2837. Filler No. 2603. 
Cornice No. 2546. 


Ceiling Design No. 3558, 


Price quoted upon application, giving size of surface 
to be covered. 
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COLONIAL 
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Ceiling Design No. 3559 




Composed of Cornice No. 2602. Filler No. 2603. Combination Border 
and Mould No. 2988. Field Plate No. 2944. 


Price quoted upon application, giving size of surface 
to be covered. 
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Composed of Cornice No. 2602. Combination Filler and Mould 
No. 2604. Field Plate No. 2922. 


Ceiling Design No. 3565. 


Price quoted upon application, giving size of surface 
to be covered. 
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Composed of Cornice No. 2546A. Filler No. 2603. Combination 
Border and Mould No. 2988. Field Plate No. 2556. 


Ceiling Design No. 3531. 


Price quoted upon application, giving size of surface 
to be covered. 



















































































































COLONIAL. 
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Composed of Cornice No. 2721. Combination Filler and Mould 
No. 2604. Field Plate No. 2620. 


Ceiling Design No. 3568. 


Price quoted upon application, giving size of surface 
to be covered. 
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COLONIAL 
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Composed of Beam No. 2949. Panels No. 400.7, 4006, 4003, and 4001. 


Ceiling Design No. 3575. 

Any style of a beam ceiling furnished. 


Price quoted upon application, giving size of surfa 
to be covered. 













































































































































































GOTHIC 





imposed of Cornice No. 2812A. Filler No. 2816. Moulding No. 2805. 
Border No. 2803. Field Plate No. 2821. 


Ceiling Design No. 3532. 


Price quoted upon application, giving size of surface 
to be covered. 







































































38 


GOTHIC. 



Composed of Field Plate No. 2801. Border No. 2803. Moulding 
No. 2805. Filler No. 2816. Cornice No. 2812. 


Ceiling Design No. 3065. 


Price quoted upon application, giving size of surface 
to be covered. 









































































Composed of Field Plate No. 2801. Combination Border and Mould 
No. 2804. Filler No. 2971. Cornice No. 2812. 


Ceiling Design No. 3069, 


Price quoted upon application, giving size of surface 
to be covered. 
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GOTHIC 
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Composed of Fie!d Plate No. 2807. Combination Border and 
Mould No. 2804. Filler No. 2816. Cornice No. 2813. 


Ceiling Design No. 3533. 


Price quoted upon application, giving size of surface 
to be covered. 




















































































GOTHIC. 
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Composed of Cornice No. 2813A. Filler No. 2971. Moulding No. 
2804M. Field Plate No. 2815. 


Ceiling Design No. 3536. 


Price quoted upon application, giving size of surface 
to be covered. 
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ROCOCO 
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Composed of Field Plate No. 2861. Border. No. 2866A. 12-inch Spacing 
Border No. 2868A. Filler No. 2863. Cornice No. 2864A. 


Ceiling Design No. 3050, 


Price quoted upon application, giving size of surface 
to be covered. 
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Composed of Field Plate No. 2345. Combination Border and Mould No. 
2865. Filler No. 2^71. Cornice i\o. 28t>4A. 


Ceiling Design No. 3040. 


Price quoted upon application, giving size of surface 
to be covered. 






























































44 


ROCOCO 



Composed of Cornice No. 2862. Filler No. 2863. Combination Border and 
Mould No. 2865. Field Plate* No. 2828. 


Ceiling Design No. 3538, 


Price quoted upon application, giving size of surface 
to be covered. 
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Composed of Field Plate No. 2373. Moulding No. 2382. Filler 
No. 2863. Cornice No. 2862. 


Ceiling Design No. 3046. 


Price quoted upon application, giving size of surface 
to be covered. 
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ROMANESQUE 




Nf/ 


Composed of Field Plate No. 2627. Moulding No. 2629. Border 
No. 2630. Filler No. 2645. Cornice No. 2636. 


Ceiling Design No. 3084. 


Price quoted upon application, driving size of surface 
to be covered. 









































ROMANESQUE 
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Composed of Cornice No. 2636A. Filler No. 2645. Moulding 
No. 2664. Field Plate No. 2740. 


Ceiling Design No. 3540. 


Price quoted upon application, giving size of surface 
to be covered. 



































































ROMANESQUE 
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Composed of Field Plate No. 2642. Combination Border and Mould 
No. 2633. Filler No. 2645. Cornice No. 2635. 


Ceiling Design No. 3080 


Price quoted upon application, giving size of surface 
to be covered. 
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Composed of Cornice No. 6760. Filler No. 2645. Moulding 
No. 2664. Field Plate No. 2742. 


Ceiling Design No. 3542. 


Price quoted upon application, giving size of surface 
to be covered. 
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ROMANESQUE. 
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Composed of Cornice No. 2635. Filler No. 2645. Combination 
Border and Mould No. 2633. Field Plate No. 2628. 


Ceiling Design No. 3543. 


Price quoted upon application, giving size of surface 
to be covered. 
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Composed of Cornice No. 2636B. Filler No. 2645. Moulding No. 2633M. 
Field Plate No. 2644. 


Ceiling Design No. 3544. 


Price quoted upon application, giving size of surface 
to be covered. 








































































MISCELLANEOUS 





Composed of Field Plate No. 2660. Border No. 2663. Moulding 
No. 2664. Filler No. 2603. Cornice No. 2662. 


Ceiling Design No. 3072. 


Price quoted upon application, giving size of surface 
to be covered. 
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Composed of Field Plate No. 2424. Border No. 2428. 
Filler No. 2971. Cornice No. 2662. 


Combination Design No. 3075. 


Price quoted upon application, giving size of surface 
to be covered. 
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MISCELLANEOUS 
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Composed of Field Plate Xo. 2852. Combination Border and Mould 
No. 2865. Filler No. 2971. Cornice No. 2862. 


Ceiling Design Xo. 3048. 


Trice quoted upon application, giving size of surface 
to be covered. 























































































MISCELLANEOUS. 
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Composed of Field Plate No. 2696. Moulding No. 2699. Filler 
No. 2700. Cornice No. 2690B. 


Ceiling Design No. 3090. 


Price quoted upon application, giving size of surface 
to be covered. 
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MISCELLANEOUS 



Composed of Field Plate No. 2052. Moulding No. 2476. 
Filler No. 2971. 


Ceiling Design No. 3100, 


Price quoted upon application, giving size of surface 
to be covered. 
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MISCELLANEOUS. 



Composed of Plate No. 2969, Cornice Mould No. 2612. 


Ceiling Design No. 3582. 


Price quoted upon application, giving size of surface to be covered. 
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OUR SYSTEM OF PANEL CEILINGS. 


Is 


simple and requires no especially constructed “Starters,” “Regulars,” nor “Enders” to confuse 

nor requires a large assortment of special plates to be 


and perplex the mechanics, 
kept in stock. 


when 


applying the Panel 


OUR SYSTEM OF FURRING STRIPS 

FOR PANEL CEILINGS. 



N° I 




N2 4 N?5 




No. 1 Continuous Grooved Strip, 1x1% inches. No. 2, Cross Strip for 24-inch Panel. No. 3, Cross Strip for 18-inch Panel. No. 4, Cross Strip for 12-inch Panel. 
A shows Section of Cross Strip placed in groove of continuous section. 

Amount required per square, varies from 100 to 120 feet. 


No. 5, Cross Strip for 6-inch Borders, or Mouldings. Fi 


This furring is more simply, and quickly applied than any other in use. The adjustable cross furring provides a solid backing at all nailing points. It'i 
larger in size and correspondingly higher in price, but requires only about one-half as many lineal feet per square as continuous furring. 

A special feature is that the cross strips require no nailing, and they can be placed in the proper position while the Panels are being put in place. 




























ZINC ORNAMENTS 








6239 


6228 


6229 


6234 


6235 


6 2 44 


6250 


6 2 30 


6231 


6 2 25 


6 2 3 8 


6242 


6247 


6248 


6243 


6249 


6245 


6251 


6236 


6252 


6253 


6233 


6237 


No. 6225 Bracket, 4"x5"xl0". 
No. 6226 Bracket, 3"x3"x6". 
No. 6227 Wreath, 6"x6". 

No. 6228 Ornament, 6"xl0". 
No. 6229 Wreath, 10"xll". 

No. 6230 Bracket, 6"x6"xl3". 


No. 6231 Bracket, 8"xl4"x27". 
No. 6232 Head, 8"x9". 

No. 6233 Wreath, 13"xl5". 

No. 6234 Capital, 6" Neck. 

No. 6235 Capital, 7" Neck. 

No. 6236 Capital, 6" Neck. 


No. 6237 Ornament, 9"xll". 
No. 6238 Scroll, 24"x36". 

No. 6239 Head, 6"x6". 

No. 6240 Scroll, 16"x58". 
No. 6241 Scroll, 12"x33". 

No. 6242 Ornament, 7"x27". 


No. 6243 Ornament, 13"xl6". 
No. 6244 Garland, ll"x24". 
No. 6245 Ornament, ll"x21". 
No. 6246 Head, 9"x9". 

No. 6247 Ornament, 5"x9". 
No. 6248 Rosette, 7"xl0". 


No. 6249 Rosette, 12" Diameter. 
No. 6250 Rosette, 18" Diameter. 
No. 6251 Rosette, 10"xl0". 

No. 6252 Rosette, 7"xl4". 

No. 6253 Ornament, 8"x9". 
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COLONIAL 


Center No. 2826. 

Size, 96 inches diameter. 



Center No. 2825, 

Size, 96x96 inches. 



Made either in solid or ventilating. Price quoted upon application. 
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PROFILES OF CORNICES AND MOULDINGS. 


LOUIS XIV. 


15” 



6760 B 



6670 


m 


T' 

3 " 

_i..r 6090 B 


*ii«; 


- 6 ” 




6678 


J - ' 6690 C 


IS" 



6675 


ROCOCO. 

12 ." 



8285 


MISCELLANEOUS 


is" 


2676 



2267 


NOTE. B RACKETS ARE 

MOT USED EXCEPT \a/!"|ERE 
SMOWN OM ThIS SHEET. 



















































































































































































PROFILES OF CORNICES AND MOULDINGS. 


COLONIAL. 







ROMANESQUE. 



GOTHIC. 
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Directions for Applying Our Continuous Metal Ceilings. 


THESE DIRECTIONS MUST BE CAREFULLY READ AND FOLLOWED. 

BE SURE TO START RIGHT. 

S TRIKE A CHALK LINE at right angles to joists through the center of the room, or at distance from walls as designated on blue print; move the line 
one-half the width of wood strips either way desired, so as to line with edge of strip instead of center; strike lines parallel to this center every six inches, until 
the walls are reached. (For some plates the furring can be placed every 12 inches or even 24 inches, but cross furring will have to be provided under laps where 
nailing is required.) In order to get these measurements correctly, use a pole made from one of the furring strips and space off with marks six inches apart. These 
measurements must he accurate. Nail the furring strips to the joists with 2|-inch wire nails, keeping them on the proper side of chalk lines. Over plastering use 3-inch 
wire nails. 

The strips near walls should be so placed as to allow cove cornice brackets to be readily nailed thereto. An additional strip should be placed to back the wood 
brackets in 6-inch moulding, where such brackets are used. 

The plans should always he examined carefully before nailing on strips. 

All Borders having no beads on end lap must be cross-furred sufficiently at laps to admit proper nailing. Where Border runs at right angles with wood strips, 
the laps will come on strips and no extra furring is needed. Other plates and fillers having no beads at end lap can be treated in the same way. Also provide furring 
where needed in Cove Cornices, at laps of filler part. 

The brackets for mouldings, cove cornices and foot moulds are placed at all joints of lapping. The moulding brackets are put in place after the ceiling plates are 
nailed in place, and measurements taken from the plates for location, or they may be nailed to moulding and put in place with it. Where no brackets are shown on 
details none are required. Mouldings and Borders are made in 24 and 48-inch lengths, except for places where shorter pieces are needed, as shown on details. Always 
use long pieces first and shorter ones to finish with. 

All irregularities in the joists or ceiling should be leveled before any plates or mouldings are put on. This may be done by furring down or by driving strips 
down to the level with wedges, or cutting away of joist as may be necessary. On sheathing no wood strips are required. The sheathing must be level. 

Plates are 24x24 inches square and 24x48 inches (unless cut for special places in room, as generally designated on blue print detail) with place for nailing shown 
by marks in plates. These spacings are accurate and cannot be varied, the beads correctly interlocking each other. If carefully lapped, the beads will be straight 
and true, and will interchange with the mouldings, borders, etc. The laps will not be noticed, as they become a part of the ceiling pattern. 

Nail the plates to the strip, using our oval head nails. Drive them through the prick marks provided in the plate. Nail holes should be made with prick punch 
where plates lap more than two thicknesses. All plates, mouldings and borders are stamped in multiples of six inches and are interchangeable. The figures in some of 
the plates alternate. The plates must be placed on ceiling so that the figures will alternate correctly throughout the entire room. A quarter turn of one plate against another 
will show the difference. Shifting the plate six inches past the other, corrects the figures also in 6-inch designs. Examine plates closely before erecting and see that they are 
placed properly. 

Commence in the center of the room over the first line struck, and work toward the side wall, being careful to start first plates in perfect line. The plates should 
be put on first, and space left open for the moulding. The foot mould and cove cornice are put up before the mouldings nearest the side wall, and enough margin must 
be left on the cove or filler to reach under the bead edge of moulding. 

IS^All Cove Miters, Foot Mould Miters, also Ells, Tees and Crosses of Mouldings, that are not at right angles, will have to be cut and fitted by party 
applying ceiling. Only such cornice blocks, corner leaves and miters as are shown and named in the catalogue are furnished. 

Place Corner Leaves over all Cove Miters where practicable. Care should be exercised to have them neatly fitted. 

By working from a line stretched across ceiling over the strip running through center of the plate you are putting on, you can get a perfect alignment throughout 
the room. 

Always be careful in measurements , and accurate at starting , and the result will be satisfactory. 

Examine Details Carefully. 


' 
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